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Letter Contract No. HP -6701 
Amendment No. 1 

31 July 1? 56 


general . Precision Laboratory 
o3 Bedford Road 
Pleasantville, Hew York 


Attention : 


Gentlemen: ' 


c + ., n P1 ! ese refe J t0 Letter Contract No. HP -6701 between the United 

acc^ted^rS^r T* G f n0Wl Prscisi ^ n Laboratory, Incorporated 
accepted by the- Contractor on August 5 } 1956 . 

Letter Contract No. HF-6701 is hereby amended as follows;: 

!. In Paragraph L, Provision for definit icing contract, 
of Letter Contract No. HF-6701, the date 31 July 1 

therefor^ c " nd tiie dste 30 September 1956 is substituted 
Snd C ° ndlti0ns 0f Contract No. iF-6701 

' « f 1SS - indicate your acceptance of this Amendment No 1 bv 
e^cutrnc the original and one fully executed copy to the \mdeLi OT ed 
and retain ofie executed. cony for your files. ' 

THE united states cf aherica 


STATINTL 


B Y original signed. 


ACCEPTED 


9/10/56 


contracting pfficer 


L. 


General Precision Laboratory Incorporated (Af.fi^*CorpbYdte-Seal-) . 
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